PUBLISHING DIVISION, PITTSBURGH, PA 


fort mcintosh 

First military post of the United States, built 
in 1789 by General Lochlan McIntosh. 
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Bird's-Eye View of Beaver, Pa. on Ohio River , showing Site of Fort McIntosh 
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